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NARA RG104, Entry 1, Box 179 


Mint of the United States at Philadelphia, Pa., 
Engraver’s Department, 

December 2, 1892 

Sir 


In compliance with instructions of Nov. 18th 18921 have prepared the following dies for 
the Mint of the United States at San Erancisco for the calendar year 1893 viz 

Stand. Dol. 5 pairs Nos. 11 to 15 inclusive 
Double Eagles 5 “ “ 1 to 5 “ 

Half Dollars 5 “ “6 to 10 

Quart. Dollars 5 “ “6 to 10 “ 

Very respectfully 
Chas. E. Barber 
Engraver 

Hon. O.C. Bosbyshell 
Superintendent 



